^^^VlOILANT 

▼ SOLUTIONS 

Vigilant Solutions, LLC 

1152 Stealth Street 

Livermore, California 94551 
(P) 214-505-1138 (F) 925-398-2113 

Be smart. Be safe. 
Be Vigilant. 

Attention: 

Plano Police Department 

Date 

10/3/2018 

Project Name: 

ILP Renewal 2018 

Quote Number: 

LMP-0576-06 


PROJECT QUOTATION 


We at Vigilant Solutions are pleased to quote the following systems for the above referenced project: 


Qty 

Item # 

Description 

(1) 

VS-ILP-2M-RE 

Intelligence Led Policing Package w/ 2-Camera Mobile LPR Hardware (Reaper) - Up to 200 

Sworn 

• 2-Camera Mobile LPR system - Quantity = 2 LPR Systems (Reaper Cameras) 

o Powerover Ethernet (POE) LPR cameras w/Integrated processors 

o Lens configuration to be confirmed by customer attime of order 

• CarDetector Mobile LPR Software for MDC Unit 

o Includes Mobile Hit Hunter Data Access Feature 

• LEARN Software as a Service (SaaS) including: 

o LEARN Data Analytic Tools 

o Unlimited Commercial LPR data Access 

o Hosting, data and system managementof LPR data 

o LEARN-Mobile Companion SmartPhone application (Android & iPhone) 

• First year Standard Service Package for hosted LPR server access 

• FaceSearch Hosted Facial Recognition 

o Image gallery of upto 20,000 images 

Subtotal Price (Excluding sales tax) 

$30,435.00 


Qty 

Item # 

Description 

(2) 

K-U-R-TAHOE-SET 

LPR Camera Mounting Kit for 2015 Tahoe Roof 

• Roof Mount Single LPR Camera Mounting Bracket - One per camera 

Subtotal Price (Excluding sales tax) 

$800.00 


Qty 

Item # 

Description 

(2) 

K-U-R-INTSDN-SET 

LPR Camera Mounting Kit for Interceptor Sedan Roof 

• Roof Mount Single LPR Camera Mounting Bracket - One per camera 

Subtotal Price (Excluding sales tax) 

$800.00 


Qty 

Item # 

Description 

(2) 

SSU-SYS-COM 

Vigilant System Startup & Commissioning of 'In Reid' LPR system 

• Vigilant technician to visit customer site 

• Includes system start up, configuration and commissioning of LPR system 

• Applies to mobile (1 System) and fixed (1 Camera) LPR systems 

Subtotal Price (Excluding sales tax) 

$1,750.00 
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Qty 

Item # 

Description 

(23) 

VS-SLSF-RNW 

Per SLA; $400/CLK 

. Period: 1/2019-12/31/2019 

Subtotal Price (Excluding sales tax) 

$9,200.00 


Qty 

Item # 

Description 

(2) 

VS-INSTALL 

Hardware Installation - by Trinity 

Subtotal Price (Excluding sales tax) 

$1,500.00 


Quote Notes: 


1. All prices are quoted in USD and will remain firm and in effect for 60 days. 

2. Orders requiring immediate shipment may be subject to a 15% QuickShip fee. 

3. Vigilant Solutions purchasing schedule - HGAC Contract # EF04-17 

4. All hardware components to have standard One (1) year hardware warranty. 

5. All software to have standard one (1) year warranty for manufacturer defects. 

6. This Quote is provided per our conversation & details given by you - not in accordance to any written specification. 

7. This Quote does not include anything outside the above stated bill of materials. 


Quoted by: Jason Cheshier- 214-505-1138 -jason.cheshier@vigilantsolutions.com 


Total Price (Excluding sales tax) 


$44,485.00 
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